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MASSACHUSETTS  STATE  COLLEGE  BUILDING  AUTHORITY 
136  LINCOLN  STREET 
BOSTON,  MASSACHUSETTS  02111 


Frankland  W.  L.  Miles,  Jr.,  Chairman 
Kelly  C.  Kelly,  Vice  Chairman 
Robert  F.  Couture,  Secretary-Treasurer 
Robert  E.  Stewart,  Assistant  Secretary-Treasurer 


PURPOSE 


The  Massachusetts  State  College  Building  Authority  is  organized  under  provisions 
of  Chapter  703,  Acts  of  1963  and  subsequent  amendments  to  assist  the  State  Colleges, 
the  Massachusetts  College  of  Art  and  the  Massachusetts  Maritime  Academy  in  the 
development  and  operation  of  self-amortizing  facilities  to  house  and  feed  students 
attending  these  educational  institutions. 

The  Authority  has  developed,  and  continues  to  improve,  maintain  and  operate, 
facilities  which  provide  residence  and  dining  accommodations  for  10,267  students 
in  34  building  complexes  located  at  the  Bridgewater,  Fitchburg,  Framingham,  North 
Adams,  Salem,  Westfield  and  Worcester  State  Colleges,  the  Massachusetts  Maritime 
Academy  and  the  Massachusetts  College  of  Art.  The  development  and  improvement 
cost  of  these  facilities  has  been  financed  through  the  issuance  of  $104,700,000 
of  bonds.  The  current  replacement  cost  of  the  facilities  is  estimated  at 
$205,000,000. 

MEMBERS/OFFICERS/MEETINGS 

The  Authority  consists  of  nine  members  appointed  by  the  Governor,  three  of 
whom  are  appointive  members  of  the  Board  of  Regents  of  Higher  Education.  With 
the  expiration  of  the  term  of  George  H.  Ellison  in  August,  1990,  three  vacancies 
exist  on  the  Authority  from  the  appointive  members  of  the  Board  of  Regents.  Five 
other  members  whose  terms  have  expired  continue  to  serve  on  the  Authority  pending 
their  re-appointment  or  the  appointment  of  successor  members. 

The  members  and  officers  of  the  Authority  are  as  follows: 


Member 

Frankland  W.  L.  Miles,  Jr, 

Kelly  C.  Kelly 

Robert  F.  Couture 

William  C.  Bearce 
*Vacant 
*Vacant 
*Vacant 

Eugene  F.  Russo 

John  E.  Zoino 


Officer 

Chairman 
Vice  Chairman 
Secretary -Treasurer 


Appointment 
Expires 

6/30/86 
6/30/91 
6/30/87 
6/30/82 


6/30/87 
6/30/90 


Robert  E.  Stewart 


Assistant  Secretary-Treasurer 
and  Executive  Director 


*Member  -  Board  of  Regents  of  Higher  Education 


To  conduct  business  the  Authority  is  required  to  have  a  quorum  of  five  members. 
During  1990  eight  meetings  were  called.  A  quorum  was  present  at  four  meetings 
and  at  four  meetings,  in  the  absence  of  a  quorum,  those  members  present  acted  as 
a  committee  to  recommend  actions  for  ratification  at  a  subsequent  meeting. 
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OCCUPANCY 


The  FY  91  occupancy  rate  in  State  College  Residence  Halls  was  93. 7%  as  compared 
with  the  95.17o  rate  for  FY  90.  Although  the  occupancy  rate  is  down  1.4%  this  year, 
the  rate  remains  strong  especially  when  one  considers  the  absorption  in  the  last 
two  years  of  a  20%  increase  in  the  total  number  of  available  spaces.... an  additional 
1840  spaces  distributed  over  six  of  the  state  colleges. 


1990-91 

Academic  Year 

Occupancy 

Rate 

College 

No.  of  Spaces 

Occupancy 

Bridgewater 

1760 

1799 

102 . 27o 

Fitchburg 

1449 

1365 

94.2 

Framingham 

1472 

1383 

94.0 

North  Adams 

1044 

1021 

97.8 

Salem 

952 

938 

98.5 

Westf ield 

1920 

1953 

101.7 

Worcester 

698 

495 

71.9* 

Maritime  Academy 

880 

567 

64.4 

College  of  Art 

102 

100 

98.0 

Total 

10267 

9621 

93 . 77o 

*Due  to  renovations,  275  of  the  485  spaces  in  Chandler  Village 
were  available  for  occupancy  during  the  first  semester;  hence 
the  apparent  low  occupancy  rate  for  the  academic  year. 

REHTS/KEVENUES 

Residence  hall  rents  for  FY  91  range  from  $1610-$2160  per  student  for 
traditional  and  suite-type  accommodations  and  $1980-$2400  per  student  for  apartments. 
Rents  for  new  facilities  ranged  from  $1980-$3350. 

Revenue  receipts  from  Authority  Residence  Halls  during  FY  91  totaled 
$20,386,151.  This  includes  $211,890  from  the  U.  S.  Department  of  Housing  and  Urban 
Development,  Debt  Service  Grants. 

In  accordance  with  the  Certificate  of  1990-91  Projected  Expenses  these  revenues 
have  been  used  for  the  following  purposes: 


Debt  Service  and  Debt  Service 

$  8,594,518 

42. 

27o 

Reserve 

0  &  M  Expenses  by  Colleges 

7,770,877 

38. 

1 

Utility  Reimbursement,  Service 

3,355,185 

16. 

5 

Repair  and  Renovation  Expense 

Authority  Expense 

665,571 

3. 

2 

Total 

$20,386,151 

100. 

07o 
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NEW  PROJECTS 


In  August,  1990  the  Authority  completed  the  construction  of  two  new  projects 
for  occupancy  in  September.  The  new  facilities  provided  residence  accommodations 
for  570  students  at  the  Salem  and  Worcester  State  Colleges.  They  were  completed 
over  a  three  and  one-half  year  development  process  which  included  the  required 
feasibility  studies,  the  selection  of  designers  by  the  Designer  Selection  Board 
and  the  award  of  construction  contracts  following  the  requirements  of  the  public 
bidding  laws. 

Feasibility  studies  for  the  installation  of  automatic  sprinkler  systems  in 
seven  residence  halls  over  seventy  feet  high  at  the  Fitchburg,  Framingham,  North 
Adams  and  Salem  State  Colleges  were  completed  in  1989.  Designers  selected  by  the 
Designer  Selection  Board  were  appointed  in  1990  to  prepare  the  plans  and 
specifications  for  the  installation  of  these  systems  in  five  of  the  seven  buildings. 
It  is  anticipated  that  construction  will  proceed  in  1991  at  an  estimated  cost  of 
$4,000,000. 

Designer  selection  for  the  remaining  two  buildings  at  Fitchburg  is  pending 
action  by  the  Designer  Selection  Board.  Installation  of  these  systems  may  be 
deferred  in  these  buildings  because  of  the  limited  availability  of  funds  for  these 
projects.  Construction  is  estimated  at  $1,250,000.  Sprinkler  system  installations 
and   related    improvements    are   necessary   to   comply  with  M.G.L.    Chapter   148,  Section 


The  Authority  has  also  completed  a  feasibility  study  for  a  new  residence 
facility  at  Worcester  State  College  for  350  students.  This  is  the  second  phase 
of  the  original  project  request.  Further  development  of  this  project  will  be 
dependent  on  arrangements  for  financing  to  proceed  with  the  design  and  construction 
of  the  proposed  facility.     Its  estimated  project  cost  of  $13,700,000. 

IMPROVEMENTS  TO  EXISTING  FACILITIES 

With  the  cooperation  and  assistance  of  college  administrators  the  Authority 
has  reviewed  the  residence  halls  and  developed  a  program  for  the  replacement  of 
various  items  of  furnishings  and  equipment  and  for  repairs  and  improvements  to 
the  buildings.  In  1990  the  Authority  expended  approximately  $1,299,000  to  keep 
the  facilities  watertight,  safe  and  attractive  for  use  by  the  students.  Highlights 
of  the  1990  program  are  set  forth  in  Schedule  I. 

OFF ICE / STAFF /CONSULTANTS 

The  Authority's  offices  are  located  at  136  Lincoln  Street,  Boston, 
Massachusetts.  A  staff  of  four  is  employed  to  manage  the  Authority's  affairs. 
They  are: 


The    Authority    also    engages    the    services,     on    an    annual    basis,     of  several 
advisors,    including   Mahoney,    Hawkes   and   Goldings   of   Boston,   Massachusetts,  General 


2eh. 


Robert  E.  Stewart 
Louis  J.  Cogliano 
Lorraine  A.  Manozzi 
Dorothy  Aronson 


Executive  Director 
Facilities  Engineer 
Administrative  Secretary 
Secretary 
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Counsel;  Keith,  Hersey,  Sheehan,  Benoit,  Dempsey  &  Oman,  P.C.,  of  Brockton, 
Massachusetts,  Certified  Public  Accountants;  Pell,  Rudman  Co.,  Inc.,  of  Boston, 
Massachusetts,  Investment  Advisors  and  Meeting  Square  Management  of  Bridgewater, 
Massachusetts,  Financial  Advisors.  Various  architects,  engineers,  cost  estimators, 
construction  management  advisors  and  other  consultants  are  engaged  from  time  to 
time  to  assist  in  project  activities. 

The  Authority  extends  its  appreciation  to  all  those  people  whose  cooperation 
is  necessary  for  the  successful  development  and  operation  of  residence  halls, 
especially  to  the  Board  of  Regents,  the  Presidents  and  their  staffs  and  to  the 
State  College  resident  students. 


Respectfully  yours, 


Robert  E.  Stewart 
Executive  Director 


For:  Frankland  W.  L.  Miles,  Jr. 
Chairman 


FWLM,Jr./lm 

Enclosure:     Financial  Statement 
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SCHEDULE  I 


SUMMARY  OF  SERVICES  AHD  IMPROVEMEHTS 
TO  EXISTING  FACILITIES  FOR  1990 


ALL  STATE  COLLEGES 


* 
* 


Purchase  of  furniture,  mattresses,  carpet, 
window  coverings,  appliances  and  other 
miscellaneous  furnishings  and  equipment 

Fire  Alarm  Service/Testing 

Elevator  Maintenance/Service  and  Testing 
(all  colleges  except  Westfield,  Worcester, 
and  Maritime  Academy) 


$  365,400 

96,800 
82,300 


BRIDGEWATER 

*  Apartments 

*  Scott  Hall 

*  Shea/Durgin 

FITCHBURG 

*  Aubuchon 

*  Herlihy 

*  Russell  Towers 


Replace  Exterior  Doors 
Ref looring 

Retrofill  Transformer 
Retrofill  Transformer 
Ref looring 

Boiler  Repair/Water  Heater 
Replace  Shower  Partitions 


Repair  Egress  Doors 
Shower  Room  Renovations 
Replace  Hot  Water  Exchanger 


18,200 
12,200 
6,600 

6,600 

2,700 
15,700 
56,900 


4,500 
22,800 
8,600 


FRAMINGHAM 


Linsley  Hall 


Shower  Room  Renovations 
Boiler  Repairs 
Ref looring 


33,800 
10,000 
23,200 


SALEM 


Bowditch  Hall 


Re-caulk  Exterior  Building 


22,800 


WESTFIELD 

*  Apartments 

*  Davis  Hall 

*  Dickinson  Hall 

*  Scanlon  Hall 


Repair  Vent  Units 

Retrofill  Transformer 
Retrofill  Transformer 

Replaci    Emergency  Generator 


68,300 

19,200 
19,200 

22,900 
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WORCESTER 


*       Chandler  Village    -        Wash  Exterior  Buildings  3,400 

Install  Fire  Alarm  Panel  2,700 

Replace  Kitchen  Cabinets  240,300 

Reflooring  90,000 

MARITIME  ACADEMY             -        Re-roofing  43,900 

TOTAL  $  1,299,000 
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MASSACHUSETTS  STATE  COLLEGE  BUILDING  AUTHORITY 
136  LINCOLN  STREET 
BOSTON,  MASSACHUSETTS  02111 


Frankland  W.  L.  Miles,  Jr.,  Chairman 
Kelly  C.  Kelly,  Vice  Chairman 
Robert  F.  Couture,  Secretary-Treasurer 
Robert  E.  Stewart,  Assistant  Secretary-Treasurer 


PURPOSE 


The  Massachusetts  State  College  Building  Authority  is  organized  under  provisions 
of  Chapter  703,  Acts  of  1963  and  subsequent  amendments  to  assist  the  State  Colleges, 
the  Massachusetts  College  of  Art  and  the  Massachusetts  Maritime  Academy  in  the 
development  and  operation  of  self-amortizing  facilities  to  house  and  feed  students 
attending  these  educational  institutions. 

The  Authority  has  developed,  and  continues  to  improve,  maintain  and  operate, 
facilities  which  provide  residence  and  dining  accommodations  for  10,267  students 
in  34  building  complexes  located  at  the  Bridgewater,  Fitchburg,  Framingham,  North 
Adams  5  Salem,  Westfield  and  Worcester  State  Colleges,  the  Massachusetts  Maritime 
Academy  and  the  Massachusetts  College  of  Art.  The  development  and  improvement 
cost  of  these  facilities  has  been  financed  through  the  issuance  of  $104,700,000 
of  bonds.  The  current  replacement  cost  of  the  facilities  is  estimated  at 
$205,000,000. 

MEMBERS /OFFICERS /MEETINGS 

The  Authority  consists  of  nine  members  appointed  by  the  Governor,  three  of 
whom  are  appointive  members  of  the  Higher  Education  Coordinating  Council  (HECC). 
Three  vacancies  exist  on  the  Authority  from  the  appointive  members  of  HECC.  Five 
other  members  whose  terms  have  expired  continue  to  serve  on  the  Authority  pending 
their  re-appointment  or  the  appointment  of  successor  members. 

The  members  and  officers  of  the  Authority  are  as  follows: 


Member 

Frankland  W.  L.  Miles,  Jr. 

Kelly  C.  Kelly 

Robert  F.  Couture 

William  C.  Bearce 
*Vacant 
*Vacant 
*Vacant 

Eugene  F.  Russo 

John  E.  Zoino 


Officer 

Chairman 

Vice  Chairman 

Secretary-Treasurer 


Appointment 
Expires 

6/30/86 
6/30/91 
6/30/87 
6/30/82 


6/30/87 
6/30/90 


Robert  E.  Stewart 


Assistant  Secretary-Treasurer 
and  Executive  Director 


*Member  -  Higher  Education  Coordinating  Council 


To  conduct  business  the  Authority  is  required  to  have  a  quorum  of  five  members. 
During  1991  eight  meetings  were  called.  A  quorum  was  present  at  two  meetings  and 
at  six  meetings,  in  the  absence  of  a  quorum,  those  members  present  acted  as  a 
committee  to  recommend  actions  for  ratification  at  a  subsequent  meeting  with  a 
quorum  present. 
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OCCUPANCY 


The  FY  92  occupancy  rate  in  State  College  Residence  Halls  was  91.9%  as  compared 
with  93.77o  for  FY  91,  down  1.87=. 


1991-92 

Academic  Year 

Occupancy 

Rate 

College 

No.  of  Spaces 

Occupancy 

Bridgewater 

1760 

1787 

101.67, 

Fitchburg 

1449 

1407 

97.1 

Framingham 

1472 

1177 

80.0 

North  Adams 

1044 

974 

93.3 

Salem 

952 

911 

95.7 

Westf ield 

1920 

1880 

97.9 

Worcester 

688 

556 

80.8 

Maritime  Academy 

880 

632 

71.8 

College  of  Art 

102 

110 

108.3 

Total 

10267 

9434 

91.97o 

RENTS /REVENUES 

Residence  hall  rents  for  FY  92  range  from  $1610-$2160  per  student  for 
traditional  and  suite-type  accommodations  and  $1980-$2400  per  student  for  apartments. 
Rents  for  new  facilities  ranged  from  $1980-$3350. 

Revenue  receipts  from  Authority  Residence  Halls  during  FY  92  totaled 
$20,125,685.  This  includes  $211,890  from  the  U.  S.  Department  of  Housing  and  Urban 
Development,  Debt  Service  Grants. 

In  accordance  with  the  Certificate  of  1991-92  Projected  Expenses  these  revenues 
have  been  used  for  the  following  purposes: 


Debt  Service  and  Debt  Service 

$  8,587,764 

42. 

77o 

Reserve 

0  &  M  Expenses  by  Colleges 

9,708,721 

48. 

2 

Service  Repair  &  Capital 

1,633,775 

8. 

1 

Improvements 

Authority  Expense 

195,425 

1. 

0 

Total 

$20,125,685 

100. 
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NEW  PROJECTS 

The  Authority  has  project  requests  from  the  former  Board  of  Regents  and  its 
successor  the  Higher  Education  Coordinating  Council  for  residence  facilities  at 
the  Bridgewater  and  Worcester  State  Colleges  and  the  College  of  Art,  and  for  a 
dining  facility  at  Bridgewater  State  College. 

In  January,  1991  a  feasibility  study  was  completed  for  a  350  student  residence 
hall  at  Worcester.  Proposals  for  design  services  from  architectural  and  engineering 
firms  are  being  reviewed  for  a  selection  by  the  Designer  Selection  Board  (DSB). 
The  DSB  is  also  reviewing  proposals  from  firms  to  conduct  the  feasibility  study 
for  the  residence  hall  and  dining  facility  at  Bridgewater.  Discussions  with  the 
College  of  Art  continue  with  respect  to  siting  possibilities  for  the  new  residence 
facility. 
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IMPROVEMENTS  TO  EXISTING  FACILITIES 


With  the  cooperation  and  assistance  of  college  administrators  the  Authority 
has  reviewed  the  condition  of  the  residence  halls  and  has  developed  a  program  for 
the  replacement  of  various  items  of  furnishings  and  equipment  and  for  repairs  and 
improvements  to  the  buildings.  In  1991  the  Authority  expended  approximately 
$1,798,900  to  keep  the  facilities  watertight,  safe  and  attractive  for  use  by  the 
students.  These  expenditures  are  listed  in  the  attached  Schedule  I  and  summarized 
as  follows: 

*  Sprinkler  installations  and  related      $     928,000  51. 61 
renovations  at  North  Adams  and  Salem 

*  Miscellaneous  improvement  projects  353,200  19.6 

*  Furnishings  and  Equipment  328,400  18.3 

*  Elevator  and  Fire  Alarm  Service  189,300  10.5 

$1,798,900  100.0% 


OFFICE/STAFF/CONSULTANTS 

The  Authority's  offices  are  located  at  136  Lincoln  Street,  Boston, 
Massachusetts.  A  staff  of  four  is  employed  to  manage  the  Authority's  affairs. 
They  are: 


Robert  E.  Stewart  Executive  Director 

Louis  J.  Cogliano  Facilities  Engineer 

Lorraine  A.  Manozzi  Administrative  Secretary 

Dorothy  Aronson  Secretary 


The  Authority  also  engages  the  services,  on  an  annual  basis,  of  several 
advisors,  including  Mahoney,  Hawkes  and  Goldings  of  Boston,  Massachusetts,  General 
Counsel;  Keith,  Hersey,  Sheehan,  Benoit,  Dempsey  &  Oman,  P.C.,  of  Brockton, 
Massachusetts,  Certified  Public  Accountants;  Pell,  Rudman  Co.,  Inc.,  of  Boston, 
Massachusetts,  Investment  Advisors  and  Meeting  Square  Management  of  Bridgewater, 
Massachusetts,  Financial  Advisors.  Various  architects,  engineers,  cost  estimators, 
construction  management  advisors  and  other  consultants  are  engaged  from  time  to 
time  to  assist  in  project  activities. 

The  Authority  extends  its  appreciation  to  all  those  people  whose  cooperation 
is  necessary  for  the  successful  development  and  operation  of  residence  halls, 
especially  to  the  Higher  Education  Coordinating  Council,  the  Presidents  and  their 
staffs  and  to  the  state  college  resident  students. 


Robert  E.  Stewart 
Executive  Director 


For:  Frankland  W.  L.  Miles,  Jr. 
Chairman 

FWLM,Jr./lm 

Enclosure:     Financial  Statement 
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SCHEDULE  I 


SUMMARY  OF  SERVICES  AND  IMPROVEMENTS 
TO  EXISTING  FACILITIES  FOR  1991 


ALL  STATE  COLLEGES 

*  Purchase  of  furniture,  mattresses,  carpet, 
windov  coverings,  appliances  and  other 
miscellaneous  furnishings  and  equipment 

*  Fire  Alarm  Service/Testing 

*  Elevator  Maintenance/Service  &  Testing 

RENOVATIONS 
BRIDGEWATER; 

*  Apartments  -  Window  Replacement 

Sewer  Connection 
Re- flooring 

-  Interior  Painting 

Shower  Room  Partitions 
Compactor  Replacement 

Interior  Painting 


Shea/Durgin 


*  Woodward 
FITCHBURG: 


* 


Apartments 

Aubuchon/ 
Russell 

Aubuchon 

New  Residence 


FRAMINGHAM; 

*  Linsley 

NORTH  ADAMS; 

*  Townhouse 8 

*  Berkshire/Hoosac 

SALEM: 


*  Peabody 

*  Peabody /Bowditch 

WESTFIELD; 

*  Davis/ 
Dickinson 

WORCESTER: 

*  Dowden  Hall 

MARITIME  ACADEMY: 

*  Fifth  Company 
TOTAL 


Exterior  Painting 

Consultant's  Fee/Heating  & 
Sprinkler  System  Renovations 

Door  Repairs 

Door  Repairs 


Re- flooring 

Emergency  Hot  Water  Tank  Repairs 


Exterior  Painting 
Sprinkler  Installation 

Sprinkler  Installation 
Trash  Compactor  Replacement 

Window  Wall  Replacement 


Landscape  Planting 


Roof  Repairs 


$  328,400 

101,900 
87,400 


30,500 
15,200 
10,700 

3,300 
56,900 
16,800 

3,300 


12,000 
81,600 

4,400 
2,000 


20,000 
8,600 


2,900 
624,000 

294,000 
16,600 

75,700 


1,000 


1,700 
$  1,798,900 
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PURPOSE 


The  Massachusetts  State  College  Building  Authority  is  organized  under  provisions 
of  Chapter  703,  Acts  of  1963  and  subsequent  amendments  to  assist  the  State  Colleges, 
the  Massachusetts  College  of  Art  and  the  Massachusetts  Maritime  Academy  in  the 
development  and  operation  of  self-amortizing  facilities  to  house  and  feed  students 
attending  these  educational  institutions. 

The  Authority  has  developed,  and  continues  to  improve,  maintain  and  operate, 
facilities  which  provide  residence  and  dining  accommodations  for  10,277  students 
in  34  building  complexes  located  at  the  Bridgewater,  Fitchburg,  Framingham,  North 
Adams,  Salem,  Westfield  and  Worcester  State  Colleges,  the  Massachusetts  Maritime 
Academy  and  the  Massachusetts  College  of  Art.  The  development  and  improvement 
cost  of  these  facilities  has  been  financed  through  the  issuance  of  $104,700,000 
of  bonds.  The  current  replacement  cost  of  the  facilities  is  estimated  at 
$205,000,000. 

MEMBERS /OFFICERS /MEETINGS 

The  Authority  consists  of  nine  members  appointed  by  the  Governor,  three  of 
whom  are  appointive  members  of  the  Higher  Education  Coordinating  Council  (HECC). 
One  vacancy  exists  from  the  appointive  members  of  HECC.  Six  other  members  whose 
terms  have  expired  continue  to  serve  pending  their  re-appointment  or  the  appointment 
of  successor  members. 

The  members  and  officers  of  the  Authority  are  as  follows: 
Member  Officer 


Frankland  W.  L.  Miles,  Jr.  Chairman 

Eugene  F.  Russo  Vice  Chairman 

Robert  F.  Couture  Secretary-Treasurer 

William  C.  Bearce 

Kelly  C.  Kelly 

John  E.  Zoino 
*Catherine  Wilder  Labine 
*Mary  Lou  Anderson 

Robert  E.  Stewart  Assistant  Secretary-Treasurer 

and  Executive  Director 

*Member  -  Higher  Education  Coordinating  Council 

To  conduct  business  the  Authority  is  required  to  have  a  quorum  of  five  members. 
During  1992  ten  meetings  were  called.  A  quorum  was  present  at  four  meetings  and 
at  six  meetings,  in  the  absence  of  a  quorum,  those  members  present  acted  as  a 
committee  to  recommend  actions  for  ratification  at  a  subsequent  meeting  with  a 
quorum  present. 


Appointment 
Expires 

6/30/86 
6/30/87 
6/30/87 
6/30/82 
6/30/91 
6/30/90 
8/1/95 
8/1/93 
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OCCUPANCY 

The  FY  93  occupancy  rate  in  State  College  Residence  Halls  was  88. 2%  as  compared 
with  91.97o  for  FY  92,  down  3.77,. 


1 QQ9-Q7 

A      Q      Am  T              A  f3  T" 

r\L.  clClCluXC  IcaL 

Rate 

College 

No.  of  Spaces 

Occupancy 

1  760 

1792 

101 .87, 

Fi  t  chburg 

1449 

1188 

82.0 

Framingham 

1472 

1221 

82.9 

North  Adams 

1044 

681 

65.2 

Salem 

952 

938 

98.5 

Westf ield 

1920 

1827 

95.2 

Worcester 

688 

628 

91.2 

Maritime  Academy 

880 

675 

76.7 

College  of  Art 

112 

114 

101.3 

Total 

10277 

9064 

88 . 27, 

RENTS/REVENUES 


Residence  hall  rents  for  FY  93  ranged  from  $1610-$2210  per  student  for 
traditional  and  suite-type  accommodations  and  $1980-$2530  per  student  for  apartments. 
Rents  for  new  facilities  ranged  from  $1980-$3350. 

Revenue  receipts  from  Authority  Residence  Halls  during  FY  93  totaled 
$19,382,254.  This  includes  $211,890  from  the  U.  S.  Department  of  Housing  and  Urban 
Development,  Debt  Service  Grants. 

In  accordance  with  the  Certificate  of  1992-93  Projected  Expenses  these  revenues 
have  been  used  for  the  following  purposes: 

Debt  Service  and  Debt  Service  $  8,422,215  43.57, 
Reserve 

0  &  M  Expenses  by  Colleges  9,578,394  49.4 

Service  Repair  &  Capital  1,381,645  7 . 1 
Improvements 

Total  $19,382,254  100.07, 


NEW  PROJECTS 


The  Authority  has  project  requests 
Council  for  residence  facilities  at  the 
and  Worcester,  and  for  a  dining  facility  at 


from  the  Higher  Education  Coordinating 
state  colleges  at  Bridgewater,  MassArt 
Bridgewater  State  College. 


Bridgewater: 

A  needs  analysis  and  feasibility  study  for  a  new  residence  hall 
and  dining  facility.  Project  No.  E91-3STU,  was  completed  in  October, 
1992  by  planning  consultants.  Van  Orman  &  Associates  and  architects, 
Clark,  Borins  &  Associates,  working  with  representatives  from  the  Division 
of    Capital    Planning    and    Operations,    the    Higher    Education  Coordinating 
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Council,  Bridgewater  State  College  and  this  Authority.  Although  there 
is  a  demand  for  approximately  400  residential  spaces,  the  residence  hall 
is  proposed  for  220  spaces.  The  new  dining  facility  will  replace  an 
existing  facility  with  outdated  kitchen  and  serving  area  and  an  overcrowded 
dining  room.  It  has  seating  capacity  for  300  persons  and  serves  1000 
resident  students. 

The  proposed  residence  hall  is  a  four-story,  67,000  sq.ft.  building 
for  220  students  in  four-person  suite-type  accommodations.  The  building 
will  be  located  next  to  the  recently  completed  Miles/DiNardo  Residence 
Halls  on  Burrill  Avenue.  Total  project  costs  for  this  residence  hall 
are  estimated  at  $9,800,000. 

The  proposed  dining  facility  is  a  two-story,  25,000  sq.ft.  building 
with  seating  capacity  for  700  persons.  It  will  be  centrally  located 
on  the  upper  campus  among  the  existing  residence  halls  at  the  end  of 
Burrill  Avenue.  Total  project  costs  for  the  dining  facility  are  estimated 
at  $5,000,000. 

MassArt : 

A  needs  analysis  for  additional  residence  facilities  was  completed 
in  October,  1992  by  university  planners,  Ira  Fink  &  Associates.  The 
analysis  identified  a  demand  for  nearly  200  students.  To  meet  this  need 
an  existing  five-story,  45,000  sq.ft.  residence  hall  adjacent  to  the 
MassArt  campus  is  proposed  to  be  acquired  and  renovated  for  approximately 
240  students.  Total  project  costs  to  acquire  and  renovate  this  residence 
hall  are  estimated  at  $9,000,000. 

Worcester: 

The  feasibility  study  for  this  residence  hall  project,  Project  No. 
E86-9-002,  was  completed  in  January,  1991  by  Ondras  Associates  Architects, 
Inc.,  with  the  assistance  of  representatives  from  the  Division  of  Capital 
Planning  and  Operations,  the  Higher  Education  Coordinating  Council, 
Worcester  State  College  and  this  Authority.  The  proposed  85,000  sq.ft. 
residence  hall  is  two  five-story  buildings  connected  at  the  ground  level 
with  a  common  entry  and  public  spaces.  It  will  accommodate  360  students 
in  double-occupancy  bedrooms  and  4-6  person  suites.  The  residence  hall 
will  be  located  on  college  property  adjacent  to  the  Chandler  Village 
and  Dowden  Hall  residence  facilities.  Total  project  costs  for  this 
residence  hall  are  estimated  at  $14,000,000. 

For  these  projects  to  proceed  through  design  development  and  construction 
it  will  be  necessary  to  obtain  Executive  and  Legislative  authorization  for  the 
issuance  of  bonds. 

IMPROVEMENTS  TO  EXISTING  FACILITIES 

With  the  cooperation  and  assistance  of  college  administrators  the  Authority 
has  reviewed  the  condition  of  the  residence  halls  and  has  developed  a  program  for 
the  replacement  of  various  items  of  furnishings  and  equipment  and  for  repairs  and 
improvements  to  the  buildings.  In  1992  the  Authority  expended  $3,643,800  to  keep 
the  facilities  watertight,  safe  and  attractive  for  use  by  the  students.  These 
expenditures  are  listed  in  the  attached  Schedule  I  and  summarized  as  follows: 
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*  Sprinkler  Installations  and  renova- 
tions at  Fitchburg  and  Framingham 

*  Miscellaneous  improvement  projects 

*  Furnishings  and  Equipment 

*  Elevator,  Fire  Alarm  and 
Sprinkler  System  Services 


OFFICE/STAFF/CONSULTANTS 

The  Authority's  offices  are  located  at 
Massachusetts.  A  staff  of  four  is  employed  to 
They  are: 


$  1,895,400 

1,181,000 
336,500 
230,900 

$  3,643,800 


52.07. 

32.4 
9.2 
6.4 

100.07, 


136  Lincoln  Street,  Boston, 
manage    the   Authority's  affairs. 


Robert  E.  Stewart 
Louis  J.  Cogliano 
Lorraine  A.  Manozzi 
Dorothy  Aronson 


Executive  Director 
Facilities  Engineer 
Administrative  Secretary 
Secretary 


On  July  1,  1992,  Mrs.  Manozzi  and  Mr.  Cogliano  retired.  Both  employees  are 
retained  part-time  pending  the  resolution  of  financing  for  the  new  projects.  Mrs. 
Manozzi  has  served  the  Authority  since  1970,  22  years,  as  an  administrative  secretary 
and  bookkeeper.  Mr.  Cogliano  has  served  the  Authority  since  1986,  6  years,  as 
Facilities  Engineer  and  Project  Manager.  The  Authority  is  grateful  and  appreciative 
of  them  for  their  loyalty  and  committed  service,  for  their  professionalism  and 
for  the  cooperative  attitude  they  exhibited  throughout  their  service  to  the 
Authority. 

The  Authority  also  engages  the  services,  on  an  annual  basis,  of  several 
advisors,  including  Mahoney,  Hawkes  and  Goldings  of  Boston,  Massachusetts,  General 
Counsel;  Keith,  Hersey,  Sheehan,  Benoit,  Dempsey  &  Oman,  P.C.,  of  Brockton, 
Massachusetts,  Certified  Public  Accountants;  Pell,  Rudman  &  Co.,  Inc.,  of  Boston, 
Massachusetts,  Investment  Advisors  and  Corporate  Realty  of  South  Easton, 
Massachusetts,  Financial  Advisors.  Various  architects,  engineers,  cost  estimators, 
construction  management  advisors  and  other  consultants  are  engaged  from  time  to 
time  to  assist  in  project  activities. 

The  Authority  extends  its  appreciation  to  all  those  people  whose  cooperation 
is  necessary  for  the  successful  development  and  operation  of  residence  halls, 
especially  to  the  Higher  Education  Coordinating  Council,  the  Presidents  and  their 
staffs  and  to  the  state  college  resident  students. 

Respectfully, 


Frankland  W. 
Chairman 


L.  Miles,  Jr. 


FWLM,Jr./lm 

Enclosure:     Financial  Statement 
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SCHEDULE  I 

SUMMARY  OF  SERVICES  AND  IMPROVEMENTS 
TO  STATE  COLLEGE  RESIDENCE  FACILITIES 
FOR  1992 


All  State  College  Residence  Facilities 


*        Purchase  of  Furniture,  Mattresses, 

Appliances  and  Miscellaneous  Furnishings 


336,500 


*        Fire  Alarm  Systems 
Inspection/Testing 


96,800 


*        Sprinkler  Systems 
Inspection/Testing 


3,000 


*       Elevator  Maintence  Service  and  Testing 


131,100 


AAAAAJIAAAAAAAAAAAAJIAA 


Bridgevater ; 

Great  Hill  Apartments 

Shea/Durgin 
Scott 

Fitchburg; 

Aubuchon 
Russell 

Townhouse s 

Framingham; 

Horace  Mann/Pierce 
Corinne 

Lamed 


Kitchen  Renovations  $  12,900 

Re-Flooring  18 , 200 

Replace  Toilet  Partitions  62,800 

Replace  Emergency  Generator  7,900 


Sprinkler  System  Installation  180,000 

Sprinkler  System  and  Heating  833,300 
System  Installation 

Replace  Heating  Loop  &  Repairs  140,200 


Re-Line  Hot  Water  Tanks  5,000 

Sprinkler  System  and  Related  525,000 
Improvement  s 

Remove  PCBs  from  Transformer  37,500 

Sprinkler  System  and  Related  357,100 
Improvements 
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North  Adams; 


Berkshire 


Flagg  Townhouse 


Re-Flooring  $  31,100 

Painting  33,400 

Electrical  13,600 

Interior  Painting  6,900 

Re-Flooring  6,500 


Westfield: 


Apartments 


Lammers 


Interior  Renovations  237,000 
(Painting,  Floors,  Kitchens) 

Interior  Renovations  513,500 
(Wardrobes,  Painting,  Floors, 
Corridor  Repairs) 


Worcester: 


Chandler  Village 


Road  Repairs  20,800 


Salem: 


Peabody 


Maritime  Academy; 


Kitchen  Cabinets 


Re-Flooring 


3,800 
7,000 


MassArt: 


Smith 


Interior  Alterations 


22,900 


Total 


$3,643,800 
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